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Mr. McKinney, 

We sent this to the official address but also wanted you to have it directly. 

Thanks, 

Jim 


Building large power plants is making the climate crisis worse - by squandering precious years and dollars that 
should be going toward energy efficiency, renewables and energy storage. 

Jim Warren , Executive Director 

NCWARN 
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